19980220.ba v01_n931.bam.980220

>From ???@??? Fri Feb 20 22:41:01 1998
Message-Id: <199802202031.OAA02534@sco.theporch.com>
Date: Fri, 20 Feb 1998 14:31:35 CST
Subject: BOATANCHORS digest 1931

			    BOATANCHORS Digest 1931

Topics covered in this issue include:

  1) Hot Valiant xformer outcome
	by Ralph Parker <rparker@istar.ca>
  2) Musical BAs
	by Ralph Parker <rparker@istar.ca>
  3) AX9909 Sub
	by "Don L. Davis" <dxguy@earthlink.net>
  4) re: LendLease  BAs in  Russia
	by Ho4bart@aol.com
  5) Old Scope Info WTD
	by RSOLOMON@systems.TEXTRON.COM
  6) Collins KW-1 info
	by k5jv@vonl.com (Lon W. Cottingham)
  7) Re: LendLease  BAs in  Russia
	by "Ragnar Otterstad" <otterstad@inet.uni2.dk>
  8) electric radio adr/ph#
	by Brian.Harris@sv.sc.philips.com (Brian Harris)
  9) Re: Help with Hickok settings please
	by jackiv@juno.com (John M Iverson)
 10) Re: Old Scope Info WTD
	by Henry van Cleef <vancleef@netcom.com>
 11) ER address
	by Brian.Harris@sv.sc.philips.com (Brian Harris)
 12) FS: Measurements Model 59 GDO
	by RSOLOMON@systems.TEXTRON.COM
 13) Dial cord
	by Vern Schroeder <vschroed@sprynet.com>
 14) RE: Help with Hickok settings please
	by Ken Brookner <brooknerk@acm.org>
 15) RE: Help with Hickok settings please
	by "Owens, Clarence" <owensc@nebeng.otis.com>
 16) Re: Which Scope?
	by Ed Tanton <n4xy@bellsouth.net>
 17) Re: Collins KW-1 info
	by Heinz und Hannelore Breuer <hbreuer@metronet.de>
 18) Re: LendLease  BAs in  Russia
	by Colin Thompson <burkec@goldstate.net>
 19) 8393 Nuvistor Checking.
	by Spencer Petri <spetri@e-tex.com>
 20) RE: electric radio adr/ph#
	by Ed Sieb <esieb@gmsiworld.com>
 21) Re: Which Scope?
	by "A. B. Bonds" <ab@vuse.vanderbilt.edu>
 22) Re: Which Scope?
	by Ed Tanton <n4xy@bellsouth.net>
 23) HP 524C for trade Nashville area
	by Tom Norris <badger@telalink.net>
 24) Denver BA haunts?
	by Laird Tom N <LairdTomN@JDCORP.deere.com>
 25) Re: Old Scope Info WTD
	by WILLIAM HAWKINS <bill@iaxs.net>
 26) Re: Wanted:  Halli S-38 (no suffix) Photofact or Rider pages
	by ni4q@juno.com (Alvin J Bernard)
 27) Re: electric radio adr/ph#
	by ni4q@juno.com (Alvin J Bernard)
 28) Help! with Tube Checkers
	by Eugene Rippen <soundval@foothill.net>
 29) Tek 453 FS or trade
	by Charles Knaack <knaack@wsu.edu>
 30) Stancor Hamanual
	by Brian.Harris@sv.sc.philips.com (Brian Harris)

----------------------------------------------------------------------

Date: Thu, 19 Feb 1998 22:57:23 -0800
From: Ralph Parker <rparker@istar.ca>
To: boatanchors@theporch.com
Subject: Hot Valiant xformer outcome
Message-ID: <3.0.5.16.19980219225723.10f7269e@istar.ca>

Gang: Tnx to all for hints received. Most said get a fan. WB6SZS pointed
out that the line voltage is now usually higher than it used to be 40 years
ago. Makes sense, as mine is, and my DX-35s all show higher secondary
voltages than the manual would suggest. I also liked the "lift it off the
chassis" idea, and my own "add a heat sink" idea. Surprisingly, nobody said
anything, good or bad, about SSing the HV supply. I may do that, too.
73, Ralph, VE7XF

------------------------------

Date: Thu, 19 Feb 1998 22:57:55 -0800
From: Ralph Parker <rparker@istar.ca>
To: boatanchors@theporch.com
Subject: Musical BAs
Message-ID: <3.0.5.16.19980219225755.10f77902@istar.ca>

>someone wrote:
>The best electrical equivalent for the AX-9909 is the 4X-150.
>(etc, etc...)
>and Viola !   

Actually, it was a Cello. With a tube in it!

------------------------------

Date: Fri, 20 Feb 1998 00:45:56 -0800
From: "Don L. Davis" <dxguy@earthlink.net>
To: boatanchors@theporch.com
Subject: AX9909 Sub
Message-ID: <34ED42B5.721@earthlink.net>

Re:  4X150 substitute for AX9909.

Hey Larry:  Ya got the wrong finger on the wrong calculator button!  To
drop 0.3 volts at 2.6 Amps, you need about 0.1 Ohms.  20 AWG is 0.01 Ohm
per foot, so one inch will only drop about 2 mV.  Now, 10 FEET of 20
AWG, on the other hand.....

-dd


------------------------------

Date: Fri, 20 Feb 1998 03:55:02 EST
From: Ho4bart@aol.com
To: boatanchors@sco.theporch.com
Subject: re: LendLease  BAs in  Russia
Message-ID: <9ab84142.34ed44e8@aol.com>

( apologies if this has already been detailed - i didn't
see it. )

the photo on p 19  QST  3/1998 shows Anatoly Moskalenko
UA2AO, a mid 60ish gentleman with his stack:  (left to right,
bottom to top )
SX-28 ( power on - dials lighted! )   AR-88  NC2-40
RBS ( probably )   HRO    HRO-speaker   HRO
BC-652   BC-312-series   BC-312-series  LS-? speaker for same
SCR-274N rec       BC-348   BC-312 series
? Rec. section from BC-654

what really surprised me abt the photo, is that the gear appears
unhacked, as well as one can determine from the photo -- no 
extra meters, strange knobs, or boxes hanging off the cabinets.
this has to be exceptional, considering that with the absolute
nonexistence of commercial hamgear, the pressure there to do
hack modifications would have been higher than here, and we 
know how much of the more common surplus types here were
hacked. 
Also surprising ( to me anyway ) is the variety of gear. I would not
have expected the US Navy RBS, nor the National NC2-40, or even 
the Hallicrafter SX-28. ( The hams who got the latter 2 items away
from the Empire must have been very happy indeed.)
Seems to me that the ham supply system in the former USSR must
have been like a super version of the US military-affiliated  Military
Amateur Radio System, which for many of its members was a 
wonderful no-prices toy store. 
"Now Anatoly and his fellow hams are attempting to restore the 
radios, but they need manuals and schematics. If you can help,
contact Anatoly at PO Box  594,   Kalingrad,  236 000    Russia."
 
I am thinking a gift subscription to Radio Bygones might be a neat
thing for this man. Maybe i will and maybe i won't. I am sure they 
can't afford it on their own. If you feel like kicking anything in on 
this, or just want to comment, email me please.
tnx,  hue miller
"KEEP 'EM LIGHTING"


------------------------------

Date: Fri, 20 Feb 1998 08:22:08 -0500
From: RSOLOMON@systems.TEXTRON.COM
To: "        -         (052)boatanchors(a)sco.theporch.com" <boatanchors@sco.theporch.com>
Subject: Old Scope Info WTD
Message-ID: <0034100002486285000002L052*@MHS>

     All this talk about TEK scopes has me waxing nostalgic and looking
     to work on my old 581 that has a few problems. Are there any texts
     on TEK repair, specifically the 581 series and the 81/82 plug-ins ?
     Info on the older plug-ins would also be useful.
     Please e-mail me direct at
     rsolomon@systems.textron.com
     as my C&IS wizards have configured our mailer so as not to identify
     the sender only the reflector (guess they think that will keep us off
     them !!)

     73, Dick, W1KSZ

------------------------------

Date: Fri, 20 Feb 1998 08:05:20 -0600
From: k5jv@vonl.com (Lon W. Cottingham)
To: Boat Anchors <boatanchors@theporch.com>
Subject: Collins KW-1 info
Message-ID: <34ED8D9F.6052E638@vonl.com>

    Greetings to all,

    Does anyone know who keeps the track of the KW-1's?  I just acquired
SR#105 and would like to get acquainted with other KW-1 operators.
--



73 de Lon, K5JV



------------------------------

Date: Fri, 20 Feb 1998 15:26:28 +0100
From: "Ragnar Otterstad" <otterstad@inet.uni2.dk>
To: <Ho4bart@aol.com>, "Old Tube Radios" <boatanchors@theporch.com>
Subject: Re: LendLease  BAs in  Russia
Message-ID: <199802201433.PAA06480@inet.uni2.dk>



it. )
> 
> the photo on p 19  QST  3/1998 shows Anatoly Moskalenko  UA2AO, a mid
60ish gentleman with his stack:  (left to right, bottom to top ) SX-28 (
power on - dials lighted! )   AR-88  NC2-40
> RBS ( probably )   HRO    HRO-speaker   HRO  BC-652   BC-312-series  
BC-312-series  LS-? speaker for same SCR-274N rec       BC-348   BC-312
series Rec. section from BC-654
> 
> what really surprised me abt the photo, is that the gear appears
> unhacked, as well as one can determine from the photo -- no 
> extra meters, strange knobs, or boxes hanging off the cabinets.
> this has to be exceptional, considering that with the absolute
> nonexistence of commercial hamgear, the pressure there to do
> hack modifications would have been higher than here, and we 
> know how much of the more common surplus types here were
> hacked. 


Anatoly is a retired lawyer and probably had useful contacts in Soviet
Union government circles, which may explain the lack of modifications.

He is a true gentleman and a keen collector and preserver of LendLease US
gear.  He needs from time to time tubes for restoration and I have tried to
help, sometimes without success.  

I suppose the nicest thing we could do is to offer him help with the odd
bits and pieces or manuals when he needs it., 

73  Rag  OZ8RO

>Seems to me that the ham supply system in the former USSR must
> have been like a super version of the US military-affiliated  Military
> Amateur Radio System, which for many of its members was a 
> wonderful no-prices toy store. 

> "Now Anatoly and his fellow hams are attempting to restore the 
> radios, but they need manuals and schematics. If you can help,
> contact Anatoly at PO Box  594,   Kalingrad,  236 000    Russia."
>  
> I am thinking a gift subscription to Radio Bygones might be a neat
> thing for this man. Maybe i will and maybe i won't. I am sure they 
> can't afford it on their own. If you feel like kicking anything in on 
> this, or just want to comment, email me please.
> tnx,  hue miller
> "KEEP 'EM LIGHTING"
> 

------------------------------

Date: Fri, 20 Feb 1998 09:06:46 -0800
From: Brian.Harris@sv.sc.philips.com (Brian Harris)
To: boatanchors@theporch.com
Subject: electric radio adr/ph#
Message-ID: <0002365C.1914@svlima.sv.sc.philips.com>

need electric radio address and phone number

------------------------------

Date: Fri, 20 Feb 1998 09:10:34 CST
From: jackiv@juno.com (John M Iverson)
To: brooknerk@acm.org
Cc: boatanchors@theporch.com
Subject: Re: Help with Hickok settings please
Message-ID: <19980220.091201.3470.0.jackiv@juno.com>

I don't know if this will help or not, but here goes:
type    fil v     fil selct                sw nos.     press        bias 
      shunt             mut.  cond
6BZ6   6.3       jr                  3265-7              P4            
20              78                  2500
6EH5   6.3      jr                   2763-0              P4            
26              88                  4000
6HS6   6.3      jr                   3567-2              P4            
15              84                  3500
   data from the 532  to 600 charts
The best test in this pair is by sustitution, a tester will tell you if
the heater works and afew other  things.  a "bad" tube in one socket may
work ok in another.   73   jack              
Jack Iverson    K0EWU    jackiv@juno.com

On Thu, 19 Feb 1998 18:26:53 -0800 Ken Brookner <brooknerk@acm.org>
writes:
>
>I've just started going through a Drake R4B/T4X pair.  I haven't had 
>these 
>on the air for the last 6 years or so.  At that time the R4B had 
>developed 
>several annoying habits that I'd like to take care of now.  Anyway, I 
>wanted to start with making sure that none of the tubes are cratered.
>
>I've got a Hickok 546 tester, but I don't have the settings for:
>
>6BZ6
>6EH5
>6HS6
>
>If someone could post the Hickok switch settings and mutual 
>conductance 
>value I'd really appreciate it.  I'm also wondering if updated tube 
>data 
>info is available for these testers anywhere (well, one can dream...).
>
>Thanks!
>
>kenb
>_____________________
>Ken Brookner N5LPI/7
>brooknerk@acm.org
>kenb@qatrix.panther.net
>
>

_____________________________________________________________________
You don't need to buy Internet access to use free Internet e-mail.
Get completely free e-mail from Juno at http://www.juno.com
Or call Juno at (800) 654-JUNO [654-5866]


------------------------------

Date: Fri, 20 Feb 1998 08:10:18 -0700 (MST)
From: Henry van Cleef <vancleef@netcom.com>
To: RSOLOMON@systems.TEXTRON.COM
Cc: boatanchors@theporch.com
Subject: Re: Old Scope Info WTD
Message-ID: <199802201511.HAA23089@netcom19.netcom.com>

As RSOLOMON@systems.TEXTRON.COM discourses
> 
>      All this talk about TEK scopes has me waxing nostalgic and looking
>      to work on my old 581 that has a few problems. Are there any texts
>      on TEK repair, specifically the 581 series and the 81/82 plug-ins ?
>      Info on the older plug-ins would also be useful.
>      Please e-mail me direct at
>      rsolomon@systems.textron.com
>      as my C&IS wizards have configured our mailer so as not to identify
>      the sender only the reflector (guess they think that will keep us off
>      them !!)
> 
The Tek manuals are quite comprehensive.  Get copies from Deane Kidd.
Stan's book on old scopes covers a lot of basic repair issues.  Some
time spent reading the theory of operation section of the manual will
give you a lot of clues on finding problems.  Stan's book tells how to
decipher wiring color codes, etc.   

Getting an "unknown" scope working again generally is not too
difficult, unless it needs a CRT or a power transformer.  However,
you'll have to put away ideas like a Variac or tube testers.  Generally,
the approach is to check the power supply voltages, see if you can get
a trace, and trouble-shoot the vertical and horizontal circuits from
there.  Intelligent use of a Simpson meter, knowing how the circuits
are supposed to work, and the information given in the Tek manuals,
will generally pick out faults quite quickly.  

-- 
===================================================================
Hank van Cleef 
===================================================================


------------------------------

Date: Fri, 20 Feb 1998 09:40:12 -0800
From: Brian.Harris@sv.sc.philips.com (Brian Harris)
To: boatanchors@theporch.com
Subject: ER address
Message-ID: <00023726.1914@svlima.sv.sc.philips.com>

got it, tnx to all respondents

------------------------------

Date: Fri, 20 Feb 1998 10:43:10 -0500
From: RSOLOMON@systems.TEXTRON.COM
To: "        -         (052)boatanchors(a)sco.theporch.com" <boatanchors@sco.theporch.com>
Subject: FS: Measurements Model 59 GDO
Message-ID: <0034100002488595000002L052*@MHS>

     I really goofed on this one....

     I have a rather old on of these, it does work OK, BUT, the serial
     numbers on the coils do not match the serial number on the unit. I
     don't know if that is significant, but I think it warrants mention.
     With it is a very good copy of the manual that has a tutorial on
     use of a GDO.
     My original message said I had the "Original" manual, which is not the
     case.
     $50 plus UPS from 02173.

     73, Dick, W1KSZ
     rsolomon@systems.textron.com

------------------------------

Date: Fri, 20 Feb 1998 10:39:01 -0800
From: Vern Schroeder <vschroed@sprynet.com>
To: boatanchors@theporch.com
Subject: Dial cord
Message-ID: <34EDCDC5.197F@sprynet.com>

Am looking for a supplier for dial cord.  Can anyone help?

Vern

------------------------------

Date: Fri, 20 Feb 1998 07:52:16 -0800
From: Ken Brookner <brooknerk@acm.org>
To: "'jackiv@juno.com'" <jackiv@juno.com>,
        Old Tube Radios
Subject: RE: Help with Hickok settings please
Message-ID: <01BD3DD4.7704B440@brooknerk@acm.org>

Jack, thanks for taking the time to look these up for me.  Scott Robinson 
also helped out.

I agree on substitution being the only real test.  unfortunately, i don't 
have a lot of subs to try (except in the case of multiple like tubes in 
the radios I have), so a tester helps some.

I'm still wondering, though, if there's any info on the net to 
update/supplement the tube rolls in older Hickok gear?

Thanks again.  73
kenb

Ken Brookner N5LPI/7
brooknerk@acm.org
kenb@qatrix.panther.net

------------------------------

Date: Fri, 20 Feb 1998 11:52:00 -0500
From: "Owens, Clarence" <owensc@nebeng.otis.com>
To: Boatanchors Post <boatanchors@theporch.com>
Subject: RE: Help with Hickok settings please
Message-ID: <0EOOS2HML001CA@mailman.otis.com>

Hi Ken and others,

I didn't realize that I had an ARC with me here at work... but I do.
Try this guy (a regular ARC advertiser):

Wendell A, Hall
3 Mockingbird Cir.
Jeffersonville, IN 47130
812-282-9709

He is the guy that Hickok refers tube tester inquiries to, and has a
large amount of data on Hickok and other testers, as well as offering
repair services.  I traded a Precision tube tester manual copy to him
for a Hickok manual a couple of years ago.

73,

Clare Owens  N2RJB
owensc@nebeng.otis.com
 ----------
From: Ken Brookner
To: Old Tube Radios
Subject: RE: Help with Hickok settings please
Date: Friday, February 20, 1998 10:52AM



I'm still wondering, though, if there's any info on the net to
update/supplement the tube rolls in older Hickok gear?

Thanks again.  73
kenb

------------------------------

Date: Fri, 20 Feb 1998 12:24:07 -0500
From: Ed Tanton <n4xy@bellsouth.net>
To: jkh@lexis-nexis.com
Cc: Old Tube Radios <boatanchors@theporch.com>
Subject: Re: Which Scope?
Message-ID: <3.0.1.32.19980220122407.00b63e80@mail.atl.bellsouth.net>

///snip
>which one should I buy? The choices are: a Tek 564, a 549, a 535, or a 531. 
///snip

Well John... we have to make several assumptions here: 1) they all are
operating pretty well; 2) none is overpriced/etc; 3) all have good,
'ordinary' dual-trace plug-ins and ditto the time base plug-ins (as opposed
to exotic, specific use oddballs); and 4) none is particularly different
from another, condition-wise.

Given the above, the 564 hands down... with ONE caveat. I THOUGHT the 564
series were all storage scopes. If so, I would be VERY hesitant to buy ANY
used storage scope. You will simply NEVER be able to replace the CRT should
the occasion arise, and it 'arises' much more frequently in storage scopes
than others. Still, if the seller can give you a good demo-and it sounds
like you know him well enough to trust his answers to your questions-if it
works well and isn't TOO expensive (~ same cost as the others and no more
than $100-$150 [MAX-and that only if PERFECT]) I would still go with the
564 of that group. Truthfully, you can get most of those for $75 or less at
any hamfest, probably in excellent condx. The only difference here is
whatever knowledge you have of the seller, and whether he will be there
next week if something goes wrong, early. That's where the extra money
comes in. 

The 535 would be a good second choice, but honestly not for more than
$50-$75. There are SO MANY better scopes available at reasonable prices,
that-even though they are nice pieces of equipment, the demand is so low,
that the prices have fallen through the floor. Most surplus scope dealers
(hamfest types) don't even sell any of the 530-540 series because they
can't get enough $$$ for them to justify hauling the weight around. They
are fine scopes, the market just won't support much in the way of prices
for them.

I believe the 549 might be storage... so: no way. And the 531 is so old and
'simple' its value is VERY limited.

Hope this helps.
73    
__________________________________________________________
Ed Tanton   N4XY		             EMAIL: n4xy@bellsouth.net   
189 Pioneer Trail
Marietta, GA  30068-3466	       TEL: (770)579-3933 V/MBX/FAX
__________________________________________________________
INTERESTS:   QRP     BoatAnchors   Test Equipment     Photography
CW: 99.9%             Mercury Paddle # 0214          QRP to 150W: 95%
~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~
"Think you can, think you can't: either way you're right!"      Henry Ford
~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~

------------------------------

Date: Fri, 20 Feb 1998 18:35:35 +0100
From: Heinz und Hannelore Breuer <hbreuer@metronet.de>
To: k5jv@vonl.com
Cc: Old Tube Radios <boatanchors@theporch.com>
Subject: Re: Collins KW-1 info
Message-ID: <34EDBEE7.1415@metronet.de>

Lon W. Cottingham wrote:
> 
>     Greetings to all,
> 
>     Does anyone know who keeps the track of the KW-1's?  I just acquired
> SR#105 and would like to get acquainted with other KW-1 operators.
> --
> 
> 73 de Lon, K5JV


Hi Lon,

congratulations on your new toy.
Please excuse my question. What did you pay for it and what is the condition?

I am looking for one too. There are quite a few for sale at the moment but I
think the price is too high. Chuck is still asking $25,000 and he posted an 
ad every week for the last 6 month. The "Walletfinder" aka "Radiofinder" has
another two for the same amount.
73
Heinz - KF6FNC


------------------------------

Date: Fri, 20 Feb 1998 09:41:13 -0800
From: Colin Thompson <burkec@goldstate.net>
To: Ho4bart@aol.com
Cc: Old Tube Radios <boatanchors@theporch.com>
Subject: Re: LendLease  BAs in  Russia
Message-ID: <34EDC039.2C01@goldstate.net>

Greetings,

	Losts of SX-28s were sent to the Soviet Union after WW2.

Colin

Ho4bart@aol.com wrote:
> Also surprising ( to me anyway ) is the variety of gear. I would not
> have expected the US Navy RBS, nor the National NC2-40, or even
> the Hallicrafter SX-28.

------------------------------

Date: Fri, 20 Feb 1998 11:56:17 -0600 (CST)
From: Spencer Petri <spetri@e-tex.com>
To: boatanchors@theporch.com
Subject: 8393 Nuvistor Checking.
Message-ID: <199802201756.LAA28179@sco.theporch.com>

Greetings,

What is the B&K series tubetester setting for a 8393 nuvistor. Someone sent
it to me a few months ago but dunno where it went.

TIA,

73 de Pete WA5JCI  EM21   "the future will be better tomorrow"
       .................................................................
       6 Mtr -- WAS #490, WAC CW, DXCC/91 Countries, VUCC #361/626 Grids
       .................................................................
       2 Mtr --  36 States -- VUCC #346/183 Grids                    
       


------------------------------

Date: Fri, 20 Feb 1998 13:06:26 -0500
From: Ed Sieb <esieb@gmsiworld.com>
To: Old Tube Radios <boatanchors@theporch.com>,
        "'Brian Harris'"
Subject: RE: electric radio adr/ph#
Message-ID: <01BD3E00.5AC00E20@dstephen.gmsiworld.com>

On Friday, February 20, 1998, Brian Harris wrote:
> need electric radio address and phone number

Here it is:

Electric Radio,
14643 County Road G
Cortez,  CO,  81321-9575

Tel/Fax:	970-564-9185

e-mail:		er@frontier.net

Hope this helped.

Ed, VA3ES



------------------------------

Date: 20 Feb 1998 12:40:48 -0600
From: "A. B. Bonds" <ab@vuse.vanderbilt.edu>
To: boatanchors@sco.theporch.com
Subject: Re: Which Scope?
Message-ID: <1998Feb20.124049-0600@spike.vuse.vanderbilt.edu>

In <3.0.1.32.19980220122407.00b63e80@mail.atl.bellsouth.net>, Ed Tanton wrote:
>///snip
>>which one should I buy? The choices are: a Tek 564, a 549, a 535, or a 531. 
>///snip
>
>Well John... we have to make several assumptions here: 1) they all are
>operating pretty well; 2) none is overpriced/etc; 3) all have good,
>'ordinary' dual-trace plug-ins and ditto the time base plug-ins (as opposed
>to exotic, specific use oddballs); and 4) none is particularly different
>from another, condition-wise.
>
>Given the above, the 564 hands down... with ONE caveat. I THOUGHT the 564
>series were all storage scopes. If so, I would be VERY hesitant to buy ANY
>used storage scope. You will simply NEVER be able to replace the CRT should
>the occasion arise, and it 'arises' much more frequently in storage scopes
>than others.

The 564 is a storage scope.  The regular version of that same scope is
the 561.  My experience has been that the storage feature of a 564
tube can be wholly non-functional while the regular display feature
continues to work well.  I can't think of much need for storage doing
BA work, but I am sure that others might...

			A. B. Bonds


------------------------------

Date: Fri, 20 Feb 1998 13:59:30 -0500
From: Ed Tanton <n4xy@bellsouth.net>
To: ab@vuse.vanderbilt.edu
Cc: Old Tube Radios <boatanchors@theporch.com>
Subject: Re: Which Scope?
Message-ID: <3.0.1.32.19980220135930.00941100@mail.atl.bellsouth.net>

Storage can be pretty useful in finding noisy parts (relatively fast events
that occur once in a while-like when you thump it!) and you can hand sweep
across a filter and keep the entire results. I hate to be defending storage
very much because it generally is not a good idea in a used scope... but
still, it does have its uses.
 

73    
__________________________________________________________
Ed Tanton   N4XY		             EMAIL: n4xy@bellsouth.net   
189 Pioneer Trail
Marietta, GA  30068-3466	       TEL: (770)579-3933 V/MBX/FAX
__________________________________________________________
INTERESTS:   QRP     BoatAnchors   Test Equipment     Photography
CW: 99.9%             Mercury Paddle # 0214          QRP to 150W: 95%
~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~
"Think you can, think you can't: either way you're right!"      Henry Ford
~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~~

------------------------------

Date: Fri, 20 Feb 1998 12:54:37 -0600
From: Tom Norris <badger@telalink.net>
To: boatanchors@theporch.com
Subject: HP 524C for trade Nashville area
Message-ID: <3.0.32.19980220125426.00694f3c@mail1.telalink.net>

I have an HP 524C in the Nashville TN area.
Wife says it goes. Boss says I can't keep it at
work.

The counter works fine, has 525A freq plugin
and the period plugin. Both work.

No reasonable offer refused.


Tom 
badger@telalink.net


------------------------------

Date: Fri, 20 Feb 1998 13:11:08 -0600
From: Laird Tom N <LairdTomN@JDCORP.deere.com>
To: "'BA'" <boatanchors@theporch.com>
Subject: Denver BA haunts?
Message-ID: <0958DD57326BD011813300805FBE98DA02D72ABE@e90corp2.dx.deere.com>

I will be in Denver all next week. Any BA haunts worth visiting. Any BA
people 
want to get together for an eyeball maybe Thursday or Friday in the
area.
I'm going to a class at Lucent Technologies.

Tom Laird WC9M
Deere & Company
LairdTomN@JDCorp.deere.com


------------------------------

Date: Fri, 20 Feb 1998 13:39:04 -0600 (CST)
From: WILLIAM HAWKINS <bill@iaxs.net>
To: boatanchors@theporch.com, vancleef@netcom.com
Subject: Re: Old Scope Info WTD
Message-ID: <199802201939.NAA01208@citrus.iaxs.net>

>From: Henry van Cleef <vancleef@netcom.com>

>  Intelligent use of a Simpson meter, knowing how the circuits
>are supposed to work, and the information given in the Tek manuals,
>will generally pick out faults quite quickly.  

Compare that to "Try another circuit board" or "Try the next rev
level in the EPROMs."  I prefer to apply my intelligence where it is
just me and the physics of electrons.  There are no designers of ICs
or software between me and the problem.  If the designer of the BA
circuit made a mistake, I can find it (probably).  There are some
pretty esoteric ways of putting electrons through hoops where RF is
concerned, but a tube Tek scope is straightforward - besides being
physically and logically attractive.  That must be why I have more
than I need sitting in the basement.

Regards,
Bill Hawkins
Don't mind me, just back from 3 days in Barcelona, SP.

------------------------------

Date: Fri, 20 Feb 1998 14:33:25 -0500
From: ni4q@juno.com (Alvin J Bernard)
To: kb9iua@juno.com
Cc: boatanchors@theporch.com
Subject: Re: Wanted:  Halli S-38 (no suffix) Photofact or Rider pages
Message-ID: <19980220.143338.6630.9.ni4q@juno.com>


On Sun, 15 Feb 1998 21:23:58 EST kb9iua@JUNO.COM (Kevin L Anderson)
writes:
>Hi Tube Gang!
>
>I acquired today a Hallicrafters S-38 (no suffix)
>original '48 model.  The case is in dire need of a
>paint job, and the AM-CW switch / BFO pitch
>may not be right.  Bought it from Walt Hollings,
>whom I've bought a receiver from in each of
>the last three Rock Island (Illinois) Hamfests.
>This model joins its stable mate, an early '50s
>S-38C (Run 2) model my dad had purchased
>that I grew up with.  The radio sounds great,
>with plenty of audio!  I'm pleased.
>
>I'd be looking for a photocopy (original would be
>dreaming, I'm sure) of the Sam Photofacts or
>Rider pages for the no-suffix S-38.  Of course
>I'l reimburse postage and photocopying.
>Please contact me for arrangements.
>
>Thank you kindly.  Cheers/73.  Kevin, KB9IUA
>
>* * * * * * * * * * * * * * * * * * * * * * * * * * * * * * *
>Kevin Anderson, KB9IUA, Rock Island IL USA
>kb9iua@juno.com  or Kevin.L.Anderson@usace.army.mil
>* * * * * * * * * * * * * * * * * * * * * * * * * * * * * * *
>_____________________________________________________________________ 
Hallicrafters S-38 service manual/bulletin and Sams... BOTH  $5 postpaid
from

    NI4Q
  Alvin J. Bernard
  P.O. Box 690098
  Orlando, FL  32869-0098

_____________________________________________________________________
You don't need to buy Internet access to use free Internet e-mail.
Get completely free e-mail from Juno at http://www.juno.com
Or call Juno at (800) 654-JUNO [654-5866]


------------------------------

Date: Fri, 20 Feb 1998 13:51:04 -0500
From: ni4q@juno.com (Alvin J Bernard)
To: Brian.Harris@sv.sc.philips.com
Cc: boatanchors@theporch.com
Subject: Re: electric radio adr/ph#
Message-ID: <19980220.143337.6630.2.ni4q@juno.com>


On Fri, 20 Feb 1998 09:06:46 -0800 Brian.Harris@sv.sc.philips.com (Brian
Harris) writes:
>need electric radio address and phone number
>
Brian:

Address is:  Electric Radio
                        14643 County Rd. G
                         Cortez, CO 81321-9575
                           (970) 564-9185

_____________________________________________________________________
You don't need to buy Internet access to use free Internet e-mail.
Get completely free e-mail from Juno at http://www.juno.com
Or call Juno at (800) 654-JUNO [654-5866]


------------------------------

Date: Fri, 20 Feb 1998 13:05:22 -0800
From: Eugene Rippen <soundval@foothill.net>
To: boatanchors@theporch.com
Subject: Help! with Tube Checkers
Message-ID: <34EDF012.1498@foothill.net>

First of all, my goal is to get a good tube checker 
that will check compactrons, sweep tubes, all the
late types of tubes.

I have:
	TV-2 (something) 
	TV-7D/U
	Hickok 600A
	CA-4 adapter.

Questions:
Is there any way to use the CA-4 adapter with 
anyeither of the tube checkers?
	If so, I need instructions and charts
	to do that. My 600A has charts covering
	most of the tubes, but does not refer
	to using the CA-4. IT refers to using
	CA-5 and some others.
If the CA-4 won't work with either tube checker
	I want an adapter that will allow checking
	of all the later typrs of tubes, BUT complete
	with instructions and a LATE chart.

I am not completely helpless with these late tubes,
as I have a Sencore Emmissions Tester, but I have been
wanting a dynamic tester for these tubes for some time.

Your help is appreciated.


------------------------------

Date: Fri, 20 Feb 1998 12:02:34 -0800
From: Charles Knaack <knaack@wsu.edu>
To: boatanchors@theporch.com
Subject: Tek 453 FS or trade
Message-ID: <l03020902b11383f7b346@[134.121.47.16]>

Greetings,

	With all of the talk of 'scopes and sharing the BA wealth lately,
I've come to the realization that owning 6 'scopes could be considered
hoarding (Now,I've visited Stan's truly impressive collection, but that's a
completely different ballgame).  What I have is an ex USAF model 453 Mod
730K.
It's a 50 Mhz portable, dual trace, delayed sweep, with nuvister input. The
trace is good, with no apparent bad spots in the CRT, and both channels are
working. As far as I can tell Mod 730K moved the calibrator and some of the
aux inputs and outputs from the front right side of the case to the front
panel.  It may have also increased the Mhz spec as there is a factory spec
testing sheet (for another SN 'scope) that lists a 3 dB rolloff at 60 Mhz
spec.

	This is a nifty piece of BA test equip.  It won't heat your
basement like a 551, but then you can pick it up with one hand and it won't
take up your entire bench. Stan values these at $350 in his book, but I
think prices have dropped. I'd like to get something like $100 + shipping,
but would prefer to trade for interesting BC or SWL radios. Make me an
offer...

	I also have a 551 and 556 that I would part with really cheaply,
but I won't ship them (I will carry them to your car).  I'll wait a few
days for the digest people to catch up, and in the case of multiple cash
bids, my 3 yr old will draw from a hat.

Charles

***************************************************************************
Charles Knaack  - ICP/MS and Stable Isotope analysis
Geology Dept. Washington State University
knaack@wsu.edu
**************************************************************************



------------------------------

Date: Fri, 20 Feb 1998 14:23:50 -0800
From: Brian.Harris@sv.sc.philips.com (Brian Harris)
To: boatanchors@theporch.com
Subject: Stancor Hamanual
Message-ID: <00024678.1914@svlima.sv.sc.philips.com>

The 3rd Edition (1937) of the Stancor Hamanual has wealth of information in its 
43 pages.  It contains schematics, pictures and parts lists for fifteen 
transmitters, along with schematics for a few accessories.  In addition, there 
are detailed charts of specifications and pictures of their entire transformer 
and choke line.

I have one of these original manuals.  It is good enough to yield very clear 
copies.  If there is interest, I will make copies available to list members for 
$12 each, postage paid.

73, Brian Harris WA5UEK     

------------------------------

End of BOATANCHORS Digest 1931
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